• Monitou Bath House, erected in 1919 over 
the world famous Soda Water Spring at foot 
of Pike's Peak and near the entrance to 
Garden of the Gods. Beautiful setting, 114 
feet square, three stories, fire-proof, cost over 
one-half million dollars, seventy-five thousand 
dollars for ground space alone. Contains 28 
bath tubs, 6 steam cabinets, 2 electric cabi¬ 
nets, needle sprays. Hydrotherapy room, cool¬ 
ing rooms, 45 sleeping rooms, barber shop, 
concession spaces etc. 

• Fully equipped and in good condition. Non¬ 
resident owner retiring from business wishes 
to place this magnificent Spa in the hands of 
some corporation or individual to carry on. 
A bargain at $35,000.00, only 7% of its cost. 
Investigate. 

• Also have Hot Springs Resort, 15 de luxe 
cabins and apartments at Ouray, Colo. Visit 
Ouray, the wonder city of America, where 
wild elk from surrounding mountains roam 
the streets and like to be fed and photo¬ 
graphed. Write C. W. Kent, Peoria, Ill. 

□ Went Up Pike’s Peak □ Out to Broadmoor 

□ Through Garden of the Gods □ And Soldiers’ Camp 

□ Into Cave of the Winds □ Drank Natural Soda Water 
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